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BILL NO. S-70-03-/4 

SPECIAL ORDINANCE NO. S- 7 6 ’ 

AN ORDINANCE approving bid document with 
FREDRIKSEN & SONS COMPANY, INC. for 50 Fire 
Alarm Boxes for Traffic Engineer-Signal 
Division. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA; 
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SECTION 1. The bid document Ref, No.. 351, approved 
February 26, 1970 between the City of Fort Wayne, by and through 
its Mayor, Board of Public Safety and Department of Purchases, 
and FREDRIKSEN & SONS COMPANY, INC., for; 


50 Fire Alarm Boxes with automatic 
grounding, for the Traffic Engineer, 

Signal Division, 

I 

for a total cost of $13,175.00, all as more specifically set 
forth on bid document Ref. No. 351 which is on file in the office 
of the Department of Purchases and is by reference incorporated 
herein and made a part hereof, is hereby in all things ratified, 
confirmed and approved. 

SECTION 2 . This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 




Read the first time in full and on motion by 
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seconded by 


^ c s and duly adopted , read the second time by title and referred 


to the (Committee on) 




T 


- \ 3 ? t : 


'(and Public Hearing to be held af ter due legal no t ice 
<at the Council Chambers, City Hall, Fopt Wayne, Indiana, on _ 
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day of 
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City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
fj i 7nnn' i ng ^LAnn a .v>..t.i m a.1 (Special) ( Approp.riatAend Ordinance (Resolubion) -lMo . S' — ^ <■ 


on the > V day of 




_, 196 " 70 


,• ATTEST: (SEAL) ; 


City Clerk 
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Presented by me/vto the Mayor of the City of Fort Wayne, Indiana, on the "■ day 

~ * «• * 

of ■ ..... r; , 196 ^ lo at the hour of o'clock ff .M. ,E.g,.T. 


Approved and signed by me this day of 





at the hour of 3 ) 3 ■?> o'clock f ^ «M. ,E.S .T. 



Bill No. S-70-03-19 


REPORT OF THE COMMITTER ON REGULATIONS 

We 5 your Committee on Regnl ations to whom was referred an Ordinance 

approving bid document with FREDRIKSEN & SONS COMPANY, INC, for 50 Fire Alarm 




have had said Ordinance under consideration and beg leave to report back to the Common 



